Extended HXR Sources - Albedo Patches or Coronal Sources 


Extended HXR sources in the presence of compact footpoints have been reported based on 
visibility amplitudes from different detectors. Attempts have been made to determine the 
location and extent of these sources through direct imaging. Results of this work will be 
described for simulated sources and for specific flares at different solar longitudes, with a 
discussion of the possible nature of the extended sources as either albedo patches or coronal 
sources or a combination of the two. 



